Sally M. Smith, M.D. 

CURRICULUM VITAE 


Office: 


Education: 


Postdoctoral 

Training: 


Licensure: 


Certification: 


Suncoast Center, Inc. 

Medical Director, Child Protection Team and 

Sexual Assault Victim Exam (SAVE) Team 

2960 Roosevelt B1 

Clearwater, FL 33760 

(727) 544-3900, ext. 8132 

sallysmith@suncoastcenter.org 

Fifth Avenue Pediatrics 
2855 Fifth Ave. N 
St. Petersburg, FL 33713 
(727)323-2727 

Georgetown University 
Washington, DC 
B.S. Biology, 1980 

St. Louis University School of Medicine 
St. Louis, MO 
M.D., 1984 

PL I and PL II in Pediatrics 
July 1, 1984 to December 31, 1985 
All Children’s Hospital 
St. Petersburg, FL 

PL II and PL III in Pediatrics 
January 1, 1986 to June 30,1987 
Cardinal Glennon Children's Hospital 
St. Louis University School of Medicine 

PL IV in Ambulatory Pediatrics 

July, 1987 to June, 1988 

Cardinal Glennon Children's Hospital 

Florida - issued June 4, 1990 (active) 

New Jersey - issued July 7, 1988 (inactive) 
Missouri - issued June 29, 1987 (inactive) 

American Board of Pediatrics - February, 1989 

Recertified - 1996, 2003, 2013 

Certified in Child Abuse Pediatrics, January, 2010 
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Employment: 


Current Hospital 
Staff Appointments 
“Active”: 


Memberships: 


Appointments: 


Medical Director, Child Protection Team 
Suncoast Center, Inc. 

November, 2002 to present 

Medical Director, SAVE Team, 2008 to present 

Fifth Avenue Pediatrics 

(prev. known as Cordes, Patranella and Winkler, PA) 

March, 2003 to present (partner in private practice) 

All Children's Hospital, St. Petersburg, FL 
July, 1990 to November, 2002 

University of South Florida College of Medicine, Tampa, FL 
Clinical Associate Professor of Pediatrics, 1998 to present 
Clinical Assistant Professor of Pediatrics, 1990 to 1998 

University of Medicine and Dentishy of New Jersey, New 
Brunswick, NJ 

Assistant Professor of Clinical Pediatrics, 7/88 to 6/90 

All Children's Hospital, September, 1990 to present 

Bayffont Medical Center, June, 2003 to present 

St. Petersburg General Hospital, June, 2003 to Dec. 2014 

American Academy of Pediatrics, Fellow 

September, 1991 to present 

Member - Section on Child Abuse and Neglect 

Ambulatory Pediatric Association 
May 1992 to 2011 

American Professional Society on the Abuse of Children 
1996 to 2012 

Heifer Society 
July 2015 to present 

Governor Lawton Chiles' Special Panel on Child Protection 
Issues, State of Florida 
July 1995 - February 1996 

Child Abuse Death Review Team - Sixth Judicial Circuit 
2010 to present 
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Committee Assignments 
Include: 


Teaching Experience 
Includes: 


Standards and Credentials Committee 
All Children’s Hospital, St. Petersburg, FL 
May 2007-present 

Pediatric Physician Services, Inc., ACH 
Executive Committee, 2000 - 11/02 
Vice-Chair, 2001 -11/02 

Hospital-Wide Patient Care Committee - ACH 
August 1990 - 2004 (Chair 1997 - 2004) 

Medical Care Evaluation Committee - ACH 
November 1990 - 2004 

Medical Staff Executive Committee - ACH 
September 1997 - 2004 and July 2011 to January 2016 

Department of Medicine Quality of Care Committee - ACH 
April 1991 - 2004 

Central Florida Child Abuse Examiners (Peer Review) 

June 1991 - present 

"Evaluation of Child Sexual Abuse Victims", 1989 to 
present. Community physicians. Pediatrics and Ob/Gyn 
Housestaff, UMDNJ Robert Wood Johnson Medical 
School, New Brunswick, NJ; Middlesex County Dental 
Society, NJ; Community Physicians, Pediatrics and Family 
Practice Housestaff, Univ. of South Florida and ACH; 
Community groups including nurses, social workers, child 
protective investigators, prosecutors, police officers and 
elementary school teachers, NJ and FL. Grand Rounds, 
ACH, 9/05; Workshop, North American Society for 
Pediatrie and Adolescent Gynecology, 5/06 

"Vulvovaginitis", Practical Pediatrics Seminar, ACH, 1/91 
and Grand Rounds, ACH, 3/91 

"Fractures and Head Injuries", Medical Placement Home 
parents, St. Petersburg, 9/92 

"Recognizing Child Abuse", Grand Rounds, ACH, 4/93; 
Child Abuse Seminar, ACH Nursing Educ., 4/94; West 
Coast Emergency Nurses Assoc., 1/95; 9* Statewide Child 
Abuse Prevention Conferenee, 4/94; Neonatal/Pediatric 
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Transport Conference, ACH, 8/95, 8/96 and 4/02; Family 
Practice Grand Rounds, Ba 5 dfont Medical Center, 3/96; 
ACH On-Call Program, 12/96 (update - 2003); Department 
of Children and Families, Pinellas County; Ba)rfront Family 
Practice Housestaff lecture series (recurring); All 
Children's/USF Pediatric and Med/Peds Housestaff 
(recurring) 

"What Every Pediatrician Should Know About Lead 
Poisoning", Evening Grand Rounds, ACH, 4/94 

"The Severely Abused Child and The Shaken Baby 
Syndrome", CPT-sponsored seminar, ACH, 12/95 

"Domestic Violence", Sand Key Conference, 4/97; Nurse 
Practitioner's Conference, 5/97; Suncoast Pediatric 
Conference, 6/97 and 6/02; Grand Rounds, ACH, 2/99, 

7/03, 12/14, 12/15, 10/17; Practical Pediatrics at Manatee 
Memorial Hospital, 10/01 

"The Spectrum of Factitious Disorders: Munchausen 
Syndrome by Proxy and Beyond", Grand Rounds, ACH, 
5/97; CPT-sponsored MSBP conference, 6/97; Medical 
Foster Care parents, 6/95 

"Failure To Thrive: A Multi-Disciplinary Approach", 

Grand Rounds, ACH, 1996; Manatee Memorial Hospital 
Grand Rounds, 4/01; Medical Foster Care parents, 2/04; 
Florida Association for Infant Mental Health Annual 
Building our Future Conference, 6/05 

'"On the Theory and Practice of Shaking Infants'" and/or 
“Abusive Head Trauma”, Grand Rounds, ACH, 3/95; CPT- 
sponsored Seminar, 12/95; Pinellas County Guardian ad 
Litem volunteers, 5/96; Sarasota County Guardian ad Litem 
volunteers, 8/97; Grand Rounds, Cardinal Glennon 
Children's Hospital, St. Louis, MO, 3/97, Conference on 
Child Abuse and Neglect, ACH, 4/08, Pinellas County 
Medical Foster Care Families, 7/11, 4/17 

"An Overview of Child Abuse", Grand Rounds, ACH, 

2000, 2015, 2017; Southern Medical Association Annual 
Meeting, 8/03; Pinellas County States' Attorney Office, 
3/2004 and 2/05; Pinellas County Law Enforcement, 4/04; 
Pinellas County Judges Conferenee, 8/04; Pinellas County 
Sheriffs Office, Child Protective Investigations Division, 
2/05 and 5/05; Florida Network of Child Advocacy Centers 
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Responsibilities 

Include: 


Bibliography: 


Annual Conference, Orlando, 5/05 and 6/07; Nurse 
Practitioner Trauma Course, ACH, 11/08; Univ. of South 
Florida College of Medicine Medical Student lecture series, 
(recurring); Grand Rounds, ACH , 4/13, ACH EC staff, 

11/14, 10/15; ACH Trauma Conference, ACH SW - 4/17 

“Child Abuse Cases at All Children’s Hospital, Grand 
Rounds, ACH, 7/10 

“Brown Bag Breakfast” Lecture Series - presented to 
Pinellas County Child Protective Investigations staff, law 
enforcement agencies, prosecuting and dependency 
attorneys. 2/07 - “Bums”, 7/07 - “Fractures”, 2/09 - 
“Abusive Head Trauma”, 3/9/12 - “Imaging of Child 
Abuse” 

“Medical Neglecf ’ - Pinellas County CP ID July and 
August 2014 

Consulting Pediatrician, Child Protection Team, 

St. Petersburg, FL, July, 1990 - present 
Associate Medical Director, 1995 - 11/02 
Medical Director, 11/02 - present 

Smith S: Faculty at Academic Medical Centers. The 
Hospitalist, July/Aug. 2002; 6(4):44. 

Morris M, Smith S, Cressman J and Ancheta J: Evaluation 
of infants with subdural hematoma who lack external 
evidence of abuse. Pediatrics, March 2000; 105(3): 549- 
561. 

Smith S, Barry R: A comparison of three formulations of 
TAC (tetracaine, adrenalin, cocaine) for anesthesia of 
lacerations in children. Pediatric Emergency Care, 1990; 
6(4): 266-70. 

Portilla M, Heaney S and Smith S: Sexually active 
adolescents: implications for health care. Abstract, 

Southern Medical Association, 11/88 

Smith S, Shulman D, O'Dorisio T et al. Watery diarrhea, 
hypokalemia, achlorhydria syndrome in an infant: effect of 
the long-acting somatostatin analog SMS 201-995 on the 
disease and linear growth. J Pediatr Gastroent Nutr, 1987; 

6: 710-16. 
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Continuing Medical 
Education Includes; 


3/25/88 

"Child Sexual Abuse - Beyond Detection", sponsored by 

St. Charles County Child Sexual Abuse Task Force 

St. Peters, MO (6 hrs. CME) 

5/88 

Ambulatory Pediatric Assoc Annual Meeting 

Washington, D.C. 

7/28/88 

"Child Sexual Abuse" sponsored by UMDNJ-RWJMS 

Dept of Community Educ., New Brunswick, NJ (6 hrs) 

3/16-17/89 

Annual National Child Abuse Conference 

Children's Hospital of Philadelphia (16 hrs CME) 

7/13/89 

"Sex Abuse Allegations in Child Custody Cases" 

New Jersey Institute for Continuing Legal Educ. (4 hr) 

7/17-21/89 

New Jersey Child Sexual Abuse Training Institute 

Division of Youth and Family Services, Trenton State 
College, NJ (30 hrs CME) 

2/16/90 

"Child Sexual Abuse - Therapeutic Interviewing" 

New Jersey Area Health Education Center (4 hr) 

6/6 - 8/91 

5/92 

Third Annual National Child Abuse Conference 

SCAN and Hospital for Sick Children, Toronto (16 hrs) 
Pediatric Societies Meeting, Baltimore MD 

6/10-12/93 

Fifth Annual National Child Abuse Conference 

SCAN and CHOP, Philadelphia (16 hr CME) 

5/94 

Pediatric Societies Meeting, Seattle WA 

1/95 

The San Diego Conference on Responding to Child 
Maltreatment (9 hrs CME - audio cassettes and videotapes) 

6/26 - 29/96 

Fourth Annual Colloquium of the American Professional 
Society on the Abuse of Children, Chicago IL (30 hr CME) 

11/10-12/96 

The National Conference on Shaken Baby Sjmdrome 

Salt Lake City, UT (18 hr CME) 

12/1 - 4/97 

Pediatric Forensic Issues: Pathology, Diagnosis, Imaging 
and Investigation", Orlando, FL (29 hr CME) 
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9/13-15/98 


The Second National Conference on Shaken Baby 
S 5 aidrome, Salt Lake City (16 hr CME) 

5/00 Pediatric Societies Meeting, Boston MA 

10/01 AAP Annual Meeting, San Francisco CA 

4/02 National Association of Inpatient Physicians Annual 

Meeting, Philadelphia 

4/03 Florida's First Coast Conference on Child Maltreatment 

Jacksonville FL (6 hr CME) 

6/06 14* Annual Colloquium, American Professional Society on 

the Abuse of Children, Nashville, TN (26 hr CME) 

7/07 Pediatric Abusive Head Trauma. Medical Forensic and 

Scientific Advances and Prevention, Hershey, PA 
(17hrsCME) 

11/07 Providing Testimony in Child Abuse Cases, Pinellas 

County SAO, St.Petersburg, FL (2.5 hr) 

10/08 7* North American Conference on Shaken Baby Syndrome 

“Abusive Head Trauma”, Vancouver, B.C. (20 hrs CME) 

2/12 Imaging of Child Abuse:Fact, Fiction and Responsible 

Action. (Society of Pediatric Radiology), Orlando, FL (13 
hours CME) 

10/12 Twelfth International Conference on Shaken Baby 

Syndrome/Abusive Head Trauma, Cambridge/Boston, MA 
(24 hours CME) 

7/14 “Neuropsychology of Child Abuse and Neglect: 

Concussion, Neurotoxicity and Cerebral Hypoxia”, Largo, 
FL (3 hours CME) 

1/15 29* International Conference on Child Abuse and Neglect, 

San Diego, CA (30 hours CME) 

9/16 14* International Conference on Shaken Baby 

Syndrome/Abusive Head Trauma, Montreal, Canada 
(20 hours CME) 


Smith CV 000007 








9/18 


Semiannual 


16* International Conference on Shaken Baby 
Syndrome/Abusive Head Trauma, Orlando, FL (20 hr 
CME) 

Florida Child Protection Teams Statewide Meeting and/or 
Medical Directors Meeting (1998-present) 
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